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Frank Fong, a senior and criminal justice major, enjoys the warm weather. The happy-faced character, however, could not be identified, but 
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was later seen taking off into the wild blue yonder. 


Variety of jobs offe 


Over 1,300 students employed through Foundation—county, state and federal government largest employers 


By LEON WYATT 
HORNETST AFF WRITER 


With less than two'weeks left in the 
semester many students are already look- 
ing forward.to vacation. For these lucky 
students it will be a summer of fun in the 
sun. Other students, not so lucky, will be 
going to work... 

For those students looking for a job, now, 
or even for next fall, a good place to begin 
their job searchis through the CSUS Founda- 
tion Student Employment Services Office 
located on the third floor above the book- 
store. 

The Foundation not only helps students 
find jobs, it employs them. Throughout its 
six divisions, the Foundation employs ap- 
proxingaiely 1500 perpnece More than 1300 


employees are student assistants. 

“There are always jobs available here,” 
Susanne DeRosa of SES Contract Services 
said. “It’s mostly state agencies; I’ve got a 
City of Sacramento and a Placer County 
account.” 

DeRosa handles the contracts for the off- 
campus jobs. Under acontract agreement, an 
employer enters into an agreement with the 
Foundation. SES does the recruiting and the 
employer hires the student they want. SES 
places student assistants in a wide variety of 
federal, state, county and city offices, and in 
private organizations. 

DeRosa said that although some off-cam- 
pus jobs pay as much as $12 per hour, the 
average is between $6 and $8 per hour. These 
jobs are often scheduled for 20 hours a week 
during the semester and become full-time 
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during the summer. 

A job board is maintained in the Human 
Resources Department on the third floor 
above the bookstore, where on-campus and 
off-campus jobs are listed. 

“All that is required to make use of the job 
board is that the student be taking six units at 
an accredited college or university at the 
time,” said Vaughn Hollingsworth, who is in 
charge of student assistant recruitment. 
Hollingsworth said that the job board should 
be checked regularly because jobs are posted 
as soon as they come in. 

The number of student employees on- 


campus fluctuates between 200-250 per’ 


year. The Foundation held job interviews 
to fill on-campus positions May Ist and 
2nd, but there might still be some avail- 
able to interested students. 
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University Transportation and Parking Services is con- 
sidering linking unpaid parking tickets to student record 
holds, a system already in place as a consequence for other 
campus infractions. If approved, the plan could be in place 
for the 1996-1997 academic year. 

“(This proposal] will probably succeed, as it is typically 
done on other campuses,” Director of Support Services Ron 
Grant said. California State Universities Chico and Long 
Beach already have this system. Additionally, at CSUS, both 
the library and the athletics department utilize holds in the 
event of missing books, materials or equipment. 

More than 37,000 tickets were issued in the 1994-1995 


fiscal year. Although Nancy Fox, Transportation and Park- 
ing manager for CSUS, said the percentage of unpaid tickets 
is unavailable, Ron Grant said CSUS has a high level of 


outstanding debt. 


“The debt is] in excess of $300,000, accrued over a three 
or four year period,” Grant said. “This is one way to address 


the issue.” 


Another avenue for handling delinquent parking tickets 


is turning them over to a collection agency. Al- 


though Grant has been repeatedly approached by 


sales representatives from collection agencies ask- 


through Foundation 


‘We do what’s called a mass hire,” said 
Nancy Pennebaker, director of marketing ser- 
vices for the Foundation said. “ Students can 
apply for a job and have the option of taking 
the job when they come back in the fall rather 
than apply when they come back in the fall.” 

There are various shifts available with a 
maximum of 19.5 hours a week. Wages start at 
$4.25 - $5.25 per hour. The bookstore also has 
temporary positions during finals week and 
during the summer. 

J.P. Werlin, president of the Associated 
Students, Inc. said the Foundation is the big- 
gest employer on campus. 

“They also administer all the grants on 
campus that faculty use for research,” 
Werlin said, “and a lot of students are 
assistants or graduate assistants as a direct 
result of that.” 


dventure director having a ‘peak’ experience 


Mark Battuello / State Hartel 
In addition to running outdoor programs, Kathy Robertson is working 


hard to establish a campus travel agency. 


By JON LIEB 


HORNET NEWS EDITOR 


Kathy Robertson seems to have the 
ideal job. She gets paid to have fun. 
Robertson is director of Sacramento 
State’s Peak Adventures, an outdoor 
education and recreation program. 

Robertson, a petite woman with a 
perky disposition, graduated 
fromSacramento State in 1985 with a 
degree in leisure counseling, a special 
major combining recreation and psy- 
chology courses. Basically, a leisure 
counselor’s job is telling people how to 
spend their leisure time. 

“Tt was supposed to be an up-and- 
coming career,” Robertson says. “T 
thought that sounded like a lot of fun, 
but people just didn’t seem to want to 
pay somebody to do that. They could 
figure it out for themselves.” 


Robertson did not immediately. go | 


to work for Peak Adventures. Instead, 
she did a few other things, such as 
working for the city of Sacramento 
Recreation Department, a health club, 
and a Tahoe resort. Her first job at 
Sacramento State was. teaching two 


recreation and leisure study classes. 


Considering that Robertson does not 


have a Master’s degree, it is remark- 
able. : 
“T just have lots of experience,” she 
says. Robertson taught recreation and 
leisure lifestyle development(RLS 100) 
and an outdoor adventure class (RLS: 
34). In the adventure class, Robertson 
did alot of backpacking, rock epruane 
and white water rafting. 

Before Robertson came along, Peak 
Adventures was called Mountain Wolf 
Sports. 

“TI changed it to Peak Adventures 


because it was changing from a prima- 


rily retail bike repair store to an outdoor 
program,” Robertson says. 

The business was located in one of 
the temporary buildings that no longer 
exists. Robertson finessed a move over 


_ to the University Union, where it is 


now kitty-corner with the Coffee House 


‘and the outdoor patio. 


With her goals clearly planned out, 


- Robertson went to work. She started 


organizing adventure trips, renting out- 
door gearand organizing aropes course. 

One of the things Robertson says 
she is most proud of is the ropes course 
she initiated. She says Sacramento 
State is the first CSU campus to have a 


ropes course. The ropes course is 
located on the campus behind the 
child development center near the 
levee. The course is used for team 
building, and is available to anyone. 


The ropes course instructors put 


participants through aseries of games 
and physical exercise. The challenges 
get tougher and tougher as the groups 
learn to work better together. 

“Any group that needs to work 
better, to communicate better, to sup- 
port.one another, to trust, to be able to 
problem solvecreatively,” Robertson 
says, “that’s the kind of group that 
would come out to the ropes course.” 

Because of the success Peak Ad- 
ventures has had with theropes course, 
other universities have contacted 
Robertson for advice on how to go 
about setting up their own courses. 

Robertson says she feels particu- 
larly proud about how Peak Adven- 
tures has worked with other campus 
organizations. The outdoor program 
has participated in the Clean Air Days 
with the parking office (UTAPS), 
they have putover 300 kids that partici- 
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Friday, May 10 


Friend of the Library are having their 
annual Morris Landsberg Memorial Book 
Sale May 10-12. The sale will be from 9-8 
p.m. Friday and Saturday. Sunday from 9- 
3 p.m. Location: Clunie Clubhouse, 
McKinley Park, Alhambra Blvd. at G St., 
Sacramento. Most books priced from .25- 
$1.50. For more information, call 264- 
2880. 
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The Ethnic Studies Club ANN sheet at at 5 


p.m. in the University Union Oak Room. 
Meeting open to all students. Call Lisa May 
at 428-7105 or Nico Losito at 732-2028 for 
more information. 


Monday, May 13 


The Chicano/Latino Grad Committee will 
meet at 5:30 p.m. in Lassen, Room 1102. For 
mformation, call Claudia Moreno at 683-1282. 
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Tuesday, May 14 
Dewey Hopper, KOVR 13.comic 
weatherman and features inter- 
viewer, will speak on the television 
news profession from 1:30-2:30 p.m. in 
the River Front Center’s Del Rio Room 

(next to the Pub and Burger King). 


Wednesday, May 1 


The World Affairs Council of Sac- 
ramento presents Cesar La Jud, 
Mexico’s Consul General in San Fran- 
cisco, who will address California- 
Mexicorelations, including NAFTA and 
immigration. Reception and entertain- 
ment by the Musical Chairs, led by 
violinist Gloria McCleerey, will begin 


_ at 5:45 p.m. Call 278-4570 for more 


information. 


Sunday, May 19 
The President’s Concert/Senior 
Achievement Awards will be held at 3 
p.m. in the CSUS Music Recital Hall. 
The public is invited to attend this free 
event. For more information, please call 
CSUS Alumni Relations at 278-6295. 


, Please submit all calendar 
items at least one week prior to 
publication at the State Hornet, 
Temp. Bae, GG. 


News 





continued from p. 1 





pate in the National Sports Program 
through their ropes course each sum- 
mer, and they work with the Child 
Development Center to provide out- 
door programs.for their kids in the 
summer. Last year, Peak Adventures 
worked with the Health Center and 
the Women’s Crisis Center to orga- 

"nize someself-defense classes. All of 
these cooperative ventures are dear to 
Robertson. 

“*That’s importantbecauseI’ dlike 
to see this campus be more of a 
community,” Robertson says. “When 
we are able to work together like that 
it brings the campus closer together 
and creates that feeling of commu- 
nity.” 

Another part of the program 
Robertson says she is proud about is 
a wilderness first-aid course that Peak 
Adventures holds twice a year. 

This year Robertson decided 
to give up teaching and devote 
her energies full-time to Peak 

_ Adventures. 
Robertson says she fas a lot of 
goals and she has found the university 








Adventure: getting the word out 


generally receptive to her ideas. There is 
one thing that really bothers her though: 


she would like a big sign outside the Peak | 


Adventures office. She says she has spo- 
ken to many students that tell her they did 
not know Peak Adventures existed until 
they were almost ready to graduate. 

“It’s just so sad that nobody knows 
where we are,” she says. 

Robertson also wants to bring atravel 
agency to campus. Peak Adventures 
has even created a space for it. She says 
she has overwhelming support from the 
students, faculty and staff who have 
heard of the idea. Robertson says she 
believes it would be used very exten- 
sively. She is hoping the travel agency 
opens soon. 

In addition to having her fingers in 
many different pies, Robertson is work- 
ing on four or five different grants so 
she can do wilderness programs for 
youths at risk. 

“Even though that might not di- 
rectly benefit students on the cam- 
pus,” Robertson says, “it benefits the 
community, it might create future stu- 
dents for Sac State and it does create 
wonderful job opportunities for Sac 


-paid more, he could even envision 





State students to work with these 
youths and have an impact on 
their lives.” 

Members of Robertson’s Peak Ad- 
ventures staff call working with her a 
dream job, and they say she is more 
like a mother and a friend than a boss. 

Brian Burns, biology graduate, 
equipment manager, trip leader and 
bike mechanic, says working at Peak 
Adventures is a lot of fun because 
there is a lot of humor bantering back 
and forth. He credits Robertson for 
fostering that. He says that if the job 

















working at Peak Adventures the rest _ 
of his life. 

“Kathy is the most excitahtg per- 
son here,” Burns says. “She’s tisu- 
ally the person who is laughing’ 
loudest, too.’ e Foe 























says Robertson is a “source of supe 
for people.” He credits her for Peak 
Adventures’ success and describes 
her as having “eternal youth”’ and just 
being a “kick-ass central neue in the 
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Tickets: more than 35,000 issued i in ‘94 -‘95 year 


continued from p.1 


ing for the account, he has re- 
jected that option, deeming it 
“too harsh.” 

“Launching a student from 
the university with a bad credit 
rating does not seem fair,” Grant 
said. | 

Currently, besides amassing : 
late penalties, the consequence 
for unpaid campus parking tick- 
ets is a Department of Motor 
Vehicles hold. An outstanding 
ticket, at that point, could be 
paid through Enforcement 
Technology, the processing 
agency chosen by CSUS, or at 
the DMV at the time of registra- 
tion renewal. 


© 1996 Juice Club, Inc. 
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“A typical citation is for 
$17,” s Fox said, “and the maxi- 
mum it would rise to would be 
$24.” 

According to Fox, funds 
raised from a $17 ticket are 
distributed in the following 
manner: as mandated by state 
law, $2.50 or 14.7 percent goes 
towards the construction of new 
courthouses and another $2.50, 
or 14.7, percent goes for new 
jails; one dollar, or 5.9 per- 
cent, is used for the citation’s 
processing agency’s fee. The 
remaining $11, or 64.7 percent, 
goes to Parking Finance and 
Forfeitures, which is used to - 


your 





Jamba Juice offers blended-to-order smoothies, fresh 


Squeezed juices, and healthy snacks. 


Our delicious 


blendings are perfect morning, noon, and night! 


OPENING TODAY! 


2447 Fair Oaks Boulevard @ in Loehmann’s Plaza 
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fund alternative transportation. 

Both the Hornet Express and 
the night shuttle’ are’ funded 
through alternative transporta- 
tion. In the 1994-1995 fiscal year, 
the Hornet Express had a rider- 
ship of 120,853. The night shuttle 
was used by 2,804 students. Be- 
cause these services directly ben- 
efit students, Fox views the new 
citation and records holds idea as 
a win-win situation. 

In order to connect citations to 
holds on records and grades, the 
plan must be proposed to Vice 
President for Administration 
Mernoy Harrison or the Trans- 
portation Advisory Committee. 


TAC is comprised of eight mem- 
bers, including faculty, staff, a 
community representative and 
students. Final approval would 


,come from CSUS present 


Donald Gerth. 

Mike Barnbaum, one of the two 
students serving on the TAC board, 
said that the citation holds idea is 
better than the current system. 

“The DMV should have no con- 
trol over what happens on cam- 
pus. It’s not like being ticketed 
by a city officer. The university 
is a separate jursidiction and (ci- 
tations) should be taken care of 
within the boundaries of the cam- 


’ pus,” Barnbaum said. 
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Priced To Rent 


Once you discover all the amenities and the great value, 
you'll want to make the move to Tallyho Village right away. 


e 2 Pools & 3 Spas 

e Washer & Dryer In 
Each Apartment 

e Covered Parking 

e Garages Available ® 


vie 
@ 
Wel 


Ask About Our 
Rent-To-Oun Program 


e Excellent Location Near 
Freeways, Shopping & Services 

e Microwave Ovens 

e Exercise Room 


GREAT MOVE IN SPECIALS 


9130 Kiefer Blvd. 
Sacramento 


(916) 856-6788 


Lewis! Homes 


Beautifully maintained and Professionlly 
Managed by. Lewis Homes Management Corp. 


PARTY PEOPLE WANTED!! 


Harvey's Resort-Hotel/Casino is still looking for Sac State 
Students to host the best Party in Lake Tahoe for the 


Summer! 
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To’set up a os interview call 


1/800-553-1002, ext. 2436 





The 





TO PICK UP AN APPLICATION AND PACKET 
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Harveys is an Equal Opportunity Employer and 
committed to a drug-free work environment 


Party's At Harveys 
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Enlightenment Day! | 





Thursday’s activities at The Enlightenment and Pontiacs of the Caribbean, on the Pub lawn, included a Chinese 


dragon dance. The event, sponsored by the Associated Students, Inc. Diversity Workteam, offered free prizes, food, 
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games, and rides on the Orbitron. 


Critics agree about Ed Woods 


The worst movie ever made was filmed in Sacramento 





the dawn of the film industry, 
of glamour and fame has 
drawn the hopefuls to Hollywood like 
moths to a flame. For almost acentury, 
young women who have the lead in 
their high school plays and young men 
who were told they looked like Spen- 
cer Tracy or Robert Redford, have made 
the pilgrimage in Model T’s and rusted 


pickups to Hollywood, the Mecca of 


the film industry. They went. to be 
“discovered” and stayed to wait tables 
and pump gas as their dreams of over- 
night fame and riches quickly gave 
way tothe realities of regular meals and 
warm beds. Hollywood isa town where 
for every story of success told there are 
10,000 untold stories of those who 
failed. 

Besides those with dreams of be- 
coming celluloid gods, there were those 
who came to Hollywood to be the god 

_ makers. Taking the titles of producers 
and directors and terming their opera- 
tions “independent productions,” this 
breed promised to make theactors stars 
and the investors rich and tended to 
leave town in the middle of the night. 


Living on the fringe, supported by girl- 


_» friends and welfare checks, their con- 
~_versations sprinkled with words like 
“vision” and “properties.” They were 





always one step away from the “big 
deal.” What you call a garage they 
called a “studio.” A drafty barn was a 
“set,” and what most would term por- 
nography, they called “avant-garde.” 

Into this world of low-budget hus- 
tlers and sleazy fly-by-night promoters 
came an individual whose work would 
exhibit an apparent disdain for quality 
and a lack of taste so outrageous he 
couldn’ tlong be ignored. His films would 
deal with necrophilia, sadism, bondage, 
and homosexuality in such a sincere but 
technically-inept manner, you werenever 
sure whether the guy was putting you on 
or not. His special effects were so cheap 
and hokey, they are fascinating. 

His name was Edward Woods Jr, and 
Critics agree he produced the worst 
films ever made. Interestingly enough, 
the main:scene of his movie Plan 9 
From. Outer Space (1956), termed by 
critics as “...the worst movie ever 
made,” was filmed here in Sacramento. 

Woods was born Oct. 10, 1924 and 
by the time he died in 1978 he had 
become the undisputed king of the 
raunchy, low-budget movies. His mov- 
les were so bad, rather than being B- 
rated, critics have classified them as Z- 
rated. The warped-but-unique vision 
his movies exhibit reflect the alcoholic 
blur he.stumbled around in for most of 
his productive years. A practicing trans- 
vestite, besides writing, directing he 
acted in' most of his movies. He was 
also a prolific writer of the trashiest 
novels imaginable. It is quite possible 
that the designation of “camp,” to de- 
scribe a particularly corny sub-genreof 
movie, was coined in his honor. 

He has, in recent years, become 
somewhat of a cult figure. To call his 
work twisted is to speak kindly of it. 


Woods’ work all dealt with themes that 


were taboo, or, at the very best, subjects 


nice people didn’t discuss—even in 
private. His forte was bizarreness, and 
his work can be classified as genius, 
and pure garbage—and both descrip- 
tions are correct. But it cannot be de- 
nied, he was a factor in the creation of 
the myths and legends that Hollywood 
became. He was to show the viewing 
public just how low a cheap huckster 
could take them. 

Directors and actors tend to leave 
their marks on their work by certain 
quirks or style that is consistently rec- 
ognizable throughout their work, and 
Woods was no exception. His movies 
were the cheapest low budgets, but he 
still imprinted them with an unmistak- 
able style. 

His first movie Streets of Laredo 
(1948) was never released. He also 
made a couple movies in 1951 and 
1952, but they were unremarkable for 
anything except their pure poor quality 
and lack of taste. But he hit his stride in 
1953 with a movie he was to later call 
a self-portrait. (You will note that the 
man made the type of movies that 
almostalways had at leasttwo different 
titles.) 

The movie that Woods said, “tells 
my story,” was titled Glen or Glenda, 
at the time of it’s release, but was shot 
under the title of Behind Locked Doors 
and was shown in different areas under 
two other titles: J Led Two Lives and I 
Changed My Sex. The movie took ad- 
vantage of the sensation caused, during 
that time, over sex-change operations. 
It was made in four days with a budget 
of $26,000. Besides the controversial 
theme, this movie also featured Bela 
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Students pocketbooks 
impacted by gas prices 


By MELISSA JONES 


HORNET STAFF WRITER 


Pulling up to the gas pump, re- 
cently, has becomea sharp reminder of 
the economic concepts of supply and 
demand. Motorists observe warily as 
the prices for gasoline and diesel steadily 

Thecauses of the dramatic increases 
include a multitude of factors includ- 
ing,a frantic price increase forcrudeoil 
and the present ambiguous negotia- 
tions between the United Nations and 
Iraq. 

Theleading cause forthe price jump 
can be traced to the increase in the price 
for crude oil, the main ingredient in the 
production of gasoline. Due to factors 
suchas weather and decreased produc- 
tion of several Saudi Arabian oil fields, 
the price for gasoline rose 17 cents per 
gallon between Feb. 1 and the third 
week of April. Keeping with the eco- 
nomic laws of supply and demand, 


for this new reformulated gas has 
raised gas prices between five and 15 
cents, making it one of the least sig- 
nificant factors in the price increase. 

In addition, the temporary shut- 
down of two California refineries is 
also having an effecton gas and diesel 
prices. In Martinez, a fire caused the 
shutdown of a Shell refinery facility 
that produces 10 percent of the gaso- 
lineconsumed in California. InCarson, 
problems at an ARCO refinery have 
caused a reduction in the production 
of diesel fuel as well. 

There is good news in spite of the 
apparent severity of the recent price 
increases, current pricesare lower than 
they were prior to the OPEC oil em- 
bargo in the “70s. Also, the American 
motorist enjoys relatively low gas 
prices when compared to what Euro- 
peans have to pay. Prices ranged from 
around $4 to $5 in different parts of 
Europe last November. 

But if motorists are looking for 


these higher crude oil costs pushed the _ ways to alleviate the impact new gas 
pump prices up by 17 cents per gallon prices are having on their pocket- 
as well. books, there are quite a few options. 
Slow moving negotiations between People can take advantage of 
Iraq and the United Nations arealsoto  Sacramento’s Regional Transit sys- 
blame for the crude oil shortage. New _ tem, considered one of the best in the 
supplies of Iraqi oil that had been ex- _ nation, or carpool to work and school. 
pected to come into the market are CSUS offers special parking per- 
currently tied up because Iraq will not _ mits to car pooling staff and students. 
agree to terms set down by the United The only requirement is that at least 
Nations. These terms would allow for two people commute to and from 
the sale of the Iraqi oil. school at least one day a week. Call 
Another factor never to be forgot- 1(800)COMMUTE for more com- 
ten, is taxes. Currently, the govern- muter alternatives. 
menthasplaced approximately 35 cents Another alternative is bicycling to 
per gallon tax on gasoline. That 35 school, one that is considerably more 
cents per gallon supports various ex- _ healthy and stress-free than commut- 


penditures to meet government envi- 
ronmental regulations. Locally, these 
taxes are paying for the clean-up of 
contaminated soil and ground water at 
McClellan Air Force Base. | 
“Other factors contributing to the 


price increases are California specific. . 


Reformulated Phase 2 gasoline, for 
example, was approved by voters in 
1995. Stations like ARCO carry this 
new, advanced form of emission-con- 
trolling gasoline. The production costs 


ing by car.On May 16, the Califor- 
nia Bicycle Coalition and the 
American Lung Association of Cali- 


_ forniais sponsoring the Second An- 


nual California Bike Commute. 
Aside from offering prizes, thecom- 
mute willalso offer bicycling tips to. 
beginners and other participants. - 
Those interested can call, (916)444- 
LUNG, for more information. 
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Alvin Youngblood Hart - Big Mama’ s Door 








Blues guitarist Alvin Youngblood Hart’s Big Mama’ s Door is possessed by, 
and dedicated to, the luminous ghost of his mentor Walter “Brownie” McGhee, 
a Bay Area Blues legend who recently passed away after more than SO years in 
the music business. When covering a Leadbelly song (When I Was A 

. Cowboy(Western Plains) , Hart aims for the minimalist song structures that make 
this music, originally that of sharecroppers, effective. 

His duet with the great Taj Mahal on France Blues is excellent in the way the 
acoustic guitar and the mandolin of Mahal suggest a train ascending a steep 
mountain. His renegade strumming implies the traditional Blues shuffle in a way 
that makes you forget that no drummers perform on this record. Minimal 
recording by means of a two-track tape recorder only serves to accent the fresh, 
even-handed approach to singing the blues throughout this album. That Kate 
Adams Jive has the bouncy Ragtime piano that makes you want to dance a jig— 
if only you knew how. It ends too fast, but closes the album on a high note. 

* Punk rock, as we know it, owes its entire existence to Blues music, originally 
that of disenchanted, but hopeful people. 





-Eric Ernest 


Mystery Machine - 10 Speed 


Mystery machine come courtesy of Canada where they’re doing very well. They 
are from Vancouver, British Columbia, where they formed five years ago. They have 
put an album called “70 Speed,” which is a straight-ahead Alternative Rock record. 

The band, made up of Luke Rogalsky on vocals and guitar, Bean on guitar; Jordan 
Pratt on drums and backing vocals; and Shane Ward on bass., is heavily influenced by 
Husker Du. So much, in fact, they claim that after hearing them, they were inspired to 
begin playing music. Guitarist, Bean, was once quoted as saying, “I shook Bob 
Mould’s (Husker Du’s former lead singer) hand once and I avoided his eyes because 
I wasn’t worthy.” 

This is their third full-length album on Nettwerk Records. In addition to more than 
70 minutes of music, it doubles as a CD-ROM which features live performances. 

There is nothing incredibly original or unique about this band. There is nothing 
“mysterious” about this band. They could, however, be likened toa “machine” in that 
their songs seem to fit into a standard form. 

This isn’t a bad record, or a bad band, but there’s nothing that really makes them 
stand out from the rest of the crowd. 





MYSTERY 
MACHINE 


-Kim Callahan 
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Eye: Woods’ movies simply for laughs 


continued from p. 3 


Lugosi, who had been a major star until 
his problem with heroin began interfer- 
ing with his life. Lugosi would from 
this point become one of the Woods 
“regulars.” Woods wrote, directed and 
played the leading role in this film 
which was the first production Woods 
was involved in that anybody really 
noticed. The actual theme can be 
summed up as “how does he tell his 
wife he wants to wear her clothes?” 

Woods’ next cinematic, for want of 
a better word, escapade was Jailbait 
(1954) at some theaters and called The 
Hidden Face, at others. This was an- 
other quick production, which cost 
$22,000, and was made in less than a 
week. Probably the most notable thing 
that occurred to Woods because of this 
film was that he acquired another “regu- 
lar,” Steve Reeves, the 1948 
Mr.Universe. Again, not only did 
Woods produce and direct the film; he 
also acted in it. 

Woods’ next cinematic endeavor, 
Bride of The Monster (1955), featured 
arapidly fading Bela Lugosi, who was 


losing the battle with his heroin addic- 
tion. This movie’s second title was 
Bride of The Atom. Woods received 
$350 for writing, directing and produc- 
ing the movie. However it was one of 
the few of his earlier movies he did not 
actin. Thenin 1956he wrote the screen- 
play for The Violent Years. 

His next movie was Plan 9 From 
Outer Space(1959) or Grave Robbers 
From Outer Space which some consider 
the lowest point that film making ever 
reached. Woods wrote, produced, di- 
rected, edited and dida walk onrole in the 
movie. Hailed as the worst movie ever 
made itisalso one of the funniest. In what 
probably inspired George Romero’ sight 
of the Living Dead, a group of aliens 
believe they can conquer earth by resur- 
recting corpses from a San Fernando 
Graveyard. The graveyard actually used 
inthemoviewasa Mexicancemetery that 
was being moved to make room for a 
suburb, located in Sacramento. 

The movie contained such special 
effectsas flying saucers which were actu- 
ally the hub caps from a Cadillac painted 
green. Bela Lugosi died two days into 
the filming and the rest of his scenes 
were played by aman who was taller 
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acdante - Gren ‘Mayline Fares 


East Coast Students 


Fly LA - Cologne - Berlin - Florida (May 14, 21,28) 

Fly Oakland - Zurich - New York (May 14, 21,28) $4 GG... 
Fly Seattle - Munich - New York (June 5,12,19) 

Fly Seattle - Frankfurt - New York (June 7, 14,21) 


West Coast Students 
Bargain Fares - Any of the First 3 Flights 


European Students 


Fly Home Cheap - Any of the First 3 Flights 


800-WORLD-50 


or Call Your Local Travel Agent 


Be! 
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COLLEGIATE RACES. 


Raggett Pir ho eal hte ig 


MAY 11TH & 12TH 8 AM-5 PM 


Over 30 Universities represented from San Diego 
to Washington State to University of Colorado. 


HIGH SHOOL RACES 


MAY 18TH & 19TH 8 AM-5 PM 





Graduate Sooner 


Take general education classes this summer in Sacramento! 


It makes sense to take your general education courses at 
American River, Cosumnes River or Sacramento City College 
this summer in Sacramento. Why? Because you'll save time and 





money. Our courses are: 


_* Fully transferable to CSU and UC 
™ Offered day and evening 
= Taught by excellent faculty 


*® Only $13 per unit for California residents 


1st summer session begins June 10 ¢ 2nd session begins June 24 
New students apply May 1-June 6 ¢ Register June 3-6 





FOR MORE INFORMATION CALL: (916) 568-3041 


LOS RIOS COMMUNITY COLLEGE DISTRICT 
American River College » Cosumnes River College ¢ Sacramento City College 
Visit our site on the World Wide Web at http://www. losrios.cc.ca.us 


SPONSORED BY PF 


and younger holding a cape over his 
face. Actually Woods was to later 
say the Lugosi footage was actually 
filmed in 1955. The Woods group of 
regulars gained Tor Johnson the wres- 
tler and the the original Vampira. 

Woods went on tomake the follow- 
ing movies The Night the Banshee Cried 
(1957) which he produced, wrote and 
directed. In 1958 Woods wrote the 
screenplay for The Bride and the Beast. 
In 1959 he wrote, directed and pro- 
duced Night of the Ghouls or Revenge 
of the Dead. Again writing, producing 
and directing he filmed The Sinister 
Urge in 1960. 

Although it would be 10 years after 
he produced Night of the Ghouls beforé 
he produced or directed another movie 
his screenplays continued to be filmed. 
All of his movies are not available on 
video, but his “classics” such as Glen 
or Glenda, Bride of the Monster, and 
Plan 9 From Outer Space and several 
others are available. | 

I would recommend viewing them 
simply for the laughs, and the perspec- 
tive they give which will make you 
more appreciative of movies you 
thought were so-so before. 


continued from P- 3 


and other participants. Tice inter- 
ested can call, Olen UNG, | 
for more information. © es 

Whether or not motorists decide 


to continue to commute by car, one - 
thing is for certain: historically, gas 
prices have risen in the months before 
and during the summer driving sea- 
son. However, U.S. refineries have 
increased gasoline production in past 
weeks, under pressure from the Presi- 
dent, and cargoes of both diesel and 
gasoline are headed for California 
oitylare destined toarrive in mid May, 





PACIFIC COAST 
ROWING CHAMPIONSHIPS 


Features 


eh 


MEDIA ROWING CHALLENGE 
FRIDAY, MAY 10TH AT 11 AM-1PM 


COMPETITORS INCLUDE: 
Ken Todd: AT&T Wireless Services 
Alice Scott: KCRA-TV 3 


Monica Lowe: 100. 


5 "The Zone" 


Undersheriff Lou Blanas- CSU Sacramento 
Todd Shaw: KQCA-TV 58 
Bill Rickman: KXPR/KXJZ 


LAKE NATOMA AT CSUS AQUATIC CENTER 


(HIGHWAY 50 AND HAZEL) 
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KCRA(3) 


For Ticket <a cA Sacramento Stockton Modesto 
Information — 

pile ov AT&T Wireless Services == Afel 
Michele Ford see on age 
278-5484 Cd Champion 


Champion International Corporation 


Summer Courses 


Offered In: 


Anatomy & Physiology 
Anthropology 
Art 

Astronomy 
Biology 
Calculus 
Chemistry 
Computer Applications 
Economics 
English 
Geography 
Geology 
History 
Mathematics 
Philosophy 
Physical Science 
Physics 

Political Science 
Psychology 
Sociology 
Spanish 

Speech 
Statistics 
Trigonometry 
















Mark Batuello/State Hornet 


Student takes a spin on the Orbitron during a break from class at 
Snes tonmens Rey festivities. 
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Utah Valley State College 
PROFESSIONAL PILOT PROGRAMNI 










— es 
MAKE $80- 175, 000 A YEAR! 


If you've ever dreamed of becoming an airline pilot, now's 
your chance! 10 students will be selected for a special 
airline pilot training course. Must have associate degree or 
credit equivalent. 


Call (801) 222-8000 ext. 8436 to arrange for an 
interview with UVSC's Dr. Ron Smart. 


DIAGNOSTIC TESTS 


EAD for Math 9 & 11 
*TAD for Math 17, 23, 26A, 29, 107A, Stat 1, and Physics 7 
*Precalc for Math 30 













MAY 8 4:00pm M/H114 & MAY9 4:00pm M/H 110 






No appointment necessary 
Bring photo ID, #2 pencil 


Webmaster Seminars Inc. 


Presents: 


"Opportunities for the Nineties" 


How To Be A Webmaster 
Hosted by 


Ron Kuhnel, Webmaster 


Internet Consultant 
Former CIO for the State of California 
California State University Sacramento Professor 


Where: The Radison Hotel 
, ' 4 <¢°*. 500 Leisure Lane 
fae : Peli 160 Sacramento, CA 


iy! 
4 ‘ 


i uf When: June 6, 1996 
phe ai  8am.-5 p.m. 


To Register - Call 916 962-6447 
Cost - $195 per person 
Group discounts available 
Visa, MasterCard and Corporate/Government POs OK 


Our Seminar will prepare you 


To Understand the Internet 
To Qualify as a Corporate Webmaster 
To Understand Corporate Intranets and their Benefits 
To Develop, Build and Maintain Internal Web Applications 


Our Seminar will include 
A Webmaster starter kit, including an annual membership to the National Association of 


Webmasters, informational pack and a Webmaster T-Shirt 
A Certificate from the National Association of Webmasters 
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Hornets beat Davis 13-6 


Baseball ends season with its only two-game win streak 


By HANK VERESCHZAGIN 
HORNET STAFF WRITER 


Sacramento State was led by the 
seniors this week as the Hornets won 
their final two games of the season 
against the University of the Pacific 
10-7 and UC Davis 13-6. It was the first 
win the Hornets had back-to-back all 
season. 

“It’s a nice way to finish the sea- 
son,’ said Hornet Head Coach John 
Smith. “I knew they had itin “em.” 

Leaving the Sac State brood are 
second baseman Matt Mirtoni, out- 
fielders Eric Joseph and Chris Willis, 
utility player Dan Swafford, pitchers 
Kris Frank, Kevin Culmo, Brad Gunter 
and Tom Dillon. 

Starting pitcher Mark Williams was 
roughed up in the first inning as the 
UOP. Tigers scored two unearned runs 
with two outs, but Sac State responded 
with four runs in the third to take the 
lead. 

Eddie Taylor started the rally witha 
triple off the nght field wall. Taylor 
scored on a wild pitch by Lance 


Sunday, May 12 


PACIFIC COAST ROWIN 
at Aquatics Center. 





Hedquist. Harvey Hargrove contin- 
ued the hitting with a single and ad- 
vanced onan error by Ramy Dickinson. 
Jason Quintel did not leave Hargrove 
on second for long, lashing a double to 
score Hargrove easily. Jamie Estrada 
reached first with a dribbler, leaving 
runners on first’ and third. Quintel 
scored the final run on Bill Hoover’s 
hit-and-run single. 

After the Hornets’ rocky start, Wil- 
liams and the rest of the defense settled 
down. Williams retired six straight 
batt@rs until Shane Rooney lifted a 
two-out homer in the fourth, bringing 
the Tigers to within a run 4-3. In the 
fifth, UOP tied the score. 

Brian McCall was at batin the sixth 
when the lights went out for nearly 20 
minutes. 

With one out, five straight Hornets 
reachéd base, bringing in two runs. 
Esttadaand Hoover drew bases-loaded 
walks from reliever Dan Reichert. 

In the eighth, Sac State scored again 
as pinch hitter Willis drilled a line 
driye“oyer, second scoring Estrada, 


1:00 pm 
All Day 
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who reached on a walk, from second. 

Gunter (2-2) came on to relieve 
Williams after the delay and pitched 
well until the ninth inning. With run- 
ners on first and second, Dee Green hit 
a line drive home run to left-center 
knotting the score at 7-7. 

The Hornets did not fold, pounding 
out three runs on four hits. Tony Sciola 
capped the scoring with a two-run 
single. 

After the senior ceremonies prior to 
Wednesday’s game, Sac State scored 
13 runs on 16 hits as the Hornet seniors 
provided the offensive and defensive 
fireworks. 

Willis led off the game with asingle. 
Hargrove followed with a double, with 
errors by Brad Sanfilippo and Greg 
Carlson allowing both to score. With 
two outs, Swafford hitadouble. Mirtoni 
walked, bringing up Eric Joseph. Jo- 
seph capped the five-run first with a 
towering shot to dead center. 

“That was the best way to end it,” 
said Joseph. 

Quintel extended the Hornets’ lead 
to 7-0 with a two-out, two-run homer in 
the second inning. 

Benjamin Roussey struck out five 
Aggies in the first two innings for his 
third win of the season. 

In the third, the Aggies scored three 
runs off a two-run double by Carlson. 

Carl Vellano drove Carlson in with 
a double. 

Hargrove responded with a solo 
home run in the fourth giving the Hor- 
nets a 8-3 lead. 

Carlson’s two-run homerin the fifth 
narrowed the lead to 8-5, but the Hor- 
nets tallied two more runs in the inning. 

Sac State tossed in another three 
runs in the seventh as Mirtoni led off 
with a double and later scored on 
Sciola’s double. “Uncle” Pruett drove 
a0-2 curve ball down the right field line 
for a triple and a RBI. Willis ended the 
scoring with a single. 

Senior reliever Frank collected his 
first save of the season allowing only 
two hits and one run. 

Quintel was named to the All-WAC 
Western division team. 
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Student Athletes of the Year 





Mark Battuello/State Hornet 


Suzie Severyn of the volleyball team (above) and Aleksandar Filep (not pictured) of the men’s tennis team were 
named Student-Athletes of the Year at a special ceremony at the Hornet Bookstore Wednesday. The award goes 
to athletes who excel on the field and in the classroom. Severyn has a 3.63 Grade Point Average and Filep has a 


3.40 GPA. 


Good gear makes camping even better 


BY JON LIEB 
HORNET NEWS EDITOR 


(This is the second in a two part 
series of camping tips.) 

Editor’s note: Inthe last installment 
on May 3, Jon Lieb discussed what 
types of clothes and tents are necessary 
for an enjoyable and safe camping 
experience. 

BACKPACKS 

When judging backpacks, you 
should consider your needs, which 
means choosing between external frame 
packs and internal frame packs. 

A good backpack costs between 
$100 to $300, depending on the accou- 
terments. External frame packs are 
made with a lightweight aluminum 
frame. They have lots of straps and 
pockets. They also ventilate your back 
well, preventing that yucky, sticky feel- 
ing. External frame packs are not so 
good for people with short torsos be- 
cause the aluminum frame, whichsticks 
up on most models, can sometimes hit 
your head. 

Internal frame packs have two metal 
stays sandwiched between fabric lay- 
ers that run down the back of the pack. 
They can be molded to fit the shape of 
your back. Internal frame packs are 
slimmer and fitsnugly against the body. 
Originally meant for back-country ski- 
ers, internal frame packs increase free- 
dom of movement and the ability to cut 
turns without leaving you feeling like 
you are hauling a moose. There are a 
few drawbacks: most internal frame 
packs are top-loading, which means 
you will have to search inside the pack 
to get things out. Also, there are fewer 
pockets to hang knick-knacks. The up- 
side is that most manufacturers make 
internal frame packs for small people 
with short torsos. 

Regardless of which pack you 
choose, you should consider zippers. 
Zipper packs are good because they let 
you store things in handy niches, with 
easy accessibility. The drawback with 
zippered packs is, that if youcram them 
too full, you might break a zipper, 
leaving your stuff hanging out like fish 


intestines. The best kind of zippers are 
YK zippers because they are big and 
tend to break less often. 

The best packs have cushioning on 
the shoulder straps. Make sure they are 
adjustable. A cushioned hip belt will 
take some weight off your shoulders 
and makes a more comfortable hike, 
especially when you are lugging 50 
pounds of gear 14 miles into pristine 
wilderness. 

Whenever making any big purchase, 
it is a good idea to defer to the knowl- 
edge of the sales people, but remember 
that the weight of your pack should be 
on your hips and legs. If you want to 
learn more about what is hot before 
shopping, consult Outside and Back- 
packer magazines. They run product 
reviews in almost every issue. 

SLEEPING BAGS 

Remember that cotton bag you used 
to take to slumber parties? It may have 
been fine for camping out in the house, 
but cotton is a poor insulator, and when 
wet can lead to hypothermia. Avoid 
cotton bags like the plague. 

Sleeping bags are temperature-rated. 
Once you know what weather you will 
be sleeping in, itis easy to shop. Expect 
to pay between $100-$300, depending 
on the temperature rating, weight and 
fill used. A 20-degree bag will keep 
you warm down to 20 degrees, and so 
forth. 

“Down bags are warmer than syn- 
thetics, they’re lightweight and com- 
pactnicely,” Robertson says. “But when 
wet, they offer zero insulation value.” 

Avoid down bags unless you are 
camping in a desert and you know it 
will not rain. If you go with a down 
feather bag, make sure it has got plenty 
of loft. 

Synthetic bags will still provide 
some insulation when wet. The most 
expensive synthetic bags will mimic 
down bags. 

The next thing to consider is the 
shape of the bag. Mummy bags will 
keep you warmer because there is no 


wasted space, and they pack smaller 
and weigh less than rectangular bags. 
They are the most popular bags among 
serious outdoor enthusiasts. If you want 
to get cozy with a loved one, most 
manufacturers make bags that can zip 
together. 

H,0 FILTER & IODINE TABS 

Scientists say there are no longer 
any pristine waters left in the world. It’ 
used to be that you did not have to 
worry about drinking stream water until 
scientists discovered a nasty little bug 
called giardia. Giardia is an intestinal 
bacteria that can play major havoc with 
your body, causing diarrhea and fa- 
tigue for months. Fortunately, there are 
ways to combat it. 

While some individuals chance 
drinking straight out of a stream and 
never get sick, that will not be the case 
for most of us. The cheapest way to 
deal with giardia is with iodine tablets. 
They cost little, but they can save you 
from a world of hurt. One tablet per 
gallon makes the water safe to drink. 
Jodine water tastes lousy, but you can 
mask the iodine with Kool-Aid. 

Water filters are an expensive alter- 
native to iodine tablets. They draw 
water through charcoal, removing bac- 
terium and impurities and leaving wa- 
ter tasting mountain fresh. If you’re 
going to invest in one you could easily 
fork out $50-$150 before blinking, so 
you will want to buy one with durable 
construction that will hold up to re- 
peated pumping. Request to try it out 
before making the purchase. Some fil- 
ters require a lot of elbow grease. It 
should not exhaust you to pump out a 
glass of water. Also, be aware that 
filters do not last forever and eventu- 
ally need replacement. Another thing 
to remember: most sport stores do not 
rent them. 

Editor’s note: If you want to learn 
more about camping, check out Peak 
Adventures. They are located in the 
University Union, kitty-corner to the 
Coffee House and the outdoor patio. 
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ASI Vacancies 


eeeee ® 
ASI is now accepting applications for the 


Board of Directors for the 
1996-97 academic year. 


Director, School of Health & Human Services 
Director, School of Education 


Director of Undeclared 
Eligibility Requirements: 








By LEON WYATT 


HORNET STAFF WRITER 


Stan Atkinson, local news person- 
ality and featured speaker at the annual 
“Friends of The CSUS Library” lun- 
cheon on campus May 2, was intro- 
duced as “The Man Who Owns Sacra- 
mento” for his contributions to the Sac- 
ramento community. 

Atkinsonreceived the United Way’s 
Voluntary Fundraiser Of The Year 
award for his efforts in helping raise 
more than $6 million for local agencies 
and charities. After the luncheon, 
Atkinson, a KOVR13 news anchor, 
was made an honorary member of the 


° A 2.50 cumulative GPA (example, a 2.48 cannot be rounded up to a 
2.5) for the twelve months immediately preceding the date of assuming 


office. , 
Friends of the CSUS Library. 
Ae Tepe He praised the members in atten- 
° Earned a minimum of 7 units in the preceding Fall or Spring semester dance for their help in supporting the 


university. 

“The CSUS Library is receiving 
extraordinarily high marks forits work,” 
Atkinson said. | 

Atkinson cited the annual report on 
libraries issued by the CSU system that 
ranks Sacramento State firstin the num- 
ber of students participating in tours, 
lectures and orientations. The library is 
second in the number of periodicals, 
reference questions asked, seating ca- 
pacity available, items re-shelved after 
in-house use, expenditures for students 
assistants and interlibrary loanrequests 
from other libraries. Sacramento State’s 
library ranks fourth in the system for 
the number of items circulating and.is 

also the only remaining campus to 
have library materials divided by sub- 
ject area. 

“While the main focus of the library 
is curriculum support for the students, 
the library also supports the commu- 

nity as the area’s public and school 
libraries have dwindled,” Atkinson said. 
“Anyone can come in, do research, use 
the facilities and for a nominal fee, 
borrow books.” 

Atkinson said that during the last 


(example, to served in the Fall of 1995, a minmmum of 7 units must be 
completed in the Spring of 1995). 


° Earned a minimum of a 2.50 for the units earned in the section listed 
above. (For the purpose of this requirement, Summer grades will be 
included in the calculations of the Spring GPA and Winter intercession 
grades will be included in the calculations of the Fall GPA. Summer 
and Winter units will not be included in the maintaining of 7 units 
required in section b.) 


° A student must maintain a minimum of 7 units during any semester. 


: Pick up an application in the ASI 
Mi Government Office on the third 
ASTI floor of the University Union or 
Call 278-6784 


Deadline to apply 1s 
Friday, May 10, at Noon 
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‘California reduced staff by 11 percent, 





ASI has Director positions for the following student-run 
programs: 






¢ Community Gardens - The Director will be 
responsible for the budget, renting plots, general 
maintenance of the Gardens, planning and 
organizing Garden activities. 


¢ Two sparkling pools & spa 
¢ Two lighted tennis courts 


television. 


¢ Student Access Center - The Director will be 
responsible for staffing the Center, maintaining 
supplies, organizing events, and promoting the 
Center. 





'e Safe Rides - The Director will be responsible for 
the budget, supervising the Operations 
Coordinator, soliciting corporate donations, and 
promoting the program on campus. 





: Pick up an application in the ASI 
Z\\\_ Business Office on the third floor | 
ASI of the University Union. 
DIS-GIS5. 








year, statistics show public libraries in 









Great lease discounts currently being offered. 

Stop by Monday through Sunday 9-5 and check us out! 

Not only are we the 
closest apartment 


community to CSUS, we 
offer: 


e Clubhouse with kitchen, table tennis, . Niaht patrol 
billiards, weight room, saunas, and ight patro 


* Does not apply to 3-bedrooms 


News 





book budgets by 25 percent, public 
service hours by 14 percent and closed 
25 facilities outright. California ranks 
50th among the states in public service 
hours per capita. He said university 
libraries have been hit harder by budget 
cuts than university systems as a whole. 

“For example,” Atkinson said, “At 
CSUS between 1972 and 1992, the 
number of students increased by 34 
percent, the number of books by 142 
percent, but the number of employees 
decreased 8 percent and the number of 
books added annually decreased by 54 
percent.” 

Atkinson said that groups like 
Friends of the CSUS Library help fill 
some of gaps in the budget and in 
personnel created by budget cutbacks. 
The group helps when they buy books 
and equipment for the Library, provide 
special items like educational semi- 
nars, get members to volunteer for Li- 
brary projects and encourage commu- 
nity and corporate gifts. 

Atkinson listed some of the specific 
things the Friends of the Library have 
done this past year: ME apeeaee 

—They pledged $25,000 to. the 
Campus Capital Campaign and $1,000 
to the Japanese American Collection. 

—In January and April they offered 
classes called “Demystifying ‘Library 
Databases,” on how to use-of the Li- 
brary databases and how to access the 
Library via the Internet. 

—In March the Friends of the CSUS 
Library and the Department of Educa- 
tion sponsored an event featuring 
Children’s book illustrator Ashley 


Wolff. Wolff demonstrated her tech- 


niques and autographed copies of her 
books. 

—IJn November the Friends of the 
CSUS Library staffed and supplied a 
sales table for the “Trek to the Stars” 
event. They sold tee shirts and post- 
ers—bringing in $1700—which they 
contributed to the Japanese American 
Collection. dees isl si als 
- «An effort.that’s. underway now,” 


e Cable television available 
e Reserved covered parki 


n 

e Convenient jaundnitaciities 7767 La Riviera Drive 
Sacramento, CA 95826 
(916) 383-9591 


e No Application Fee! 
e We accept co-signers 


MAY 14 - 15 


8:00 a.m. - 4:00 p.m. 
LIBRARY QUAD 


BRING YOUR TEXTBOOKS TO SELL! | 


fai Call the Student Access Center 
at 278-4689 for details. 


Beat the Fall Semester Rush! 
Choose Your Apartment Today! 


RIVERWOO0D 


Call Today For Details! 


Local newscaster praises 
teachers at Library fundraiser 


Atkinson said, “is the effort to find a 
way to inter-mix the Ted Britton col- 
lection of film and slides of Southeast 
Asia, most particularly from the era of 
the ‘60s and ‘70s during our time in 
Vietnam into the Harry Sweet collec- 
tion and then to make them an easily 
accessible part of the Library services.” 

Britton, who recently passed away, 
wasa Social Science professoratCSUS 
and served during the ‘60s as an educa- 
tional adviser to the South Vietnamese 
government. Sweet was a cameraman 
at KCRA Channel 3 who saved vintage 
film from the station’s broadcasts that 
go back to the ‘50s, it was later donated 
the CSUS library. 

Atkinson said it was the project 
organizers’ hope that they could get the 
Vietnamese community involved be- 
cause it would be of great value to the 
community, especially the Vietnam- 
ese community. 

“A lot of these (Vietnamese) kids, 
as we know, are getting lost in the 
American culture, if it can be called a 
culture, at least the way they pursue it. 
It would be nice to find some way to 
pull them back in, to help them under- 
stand the dignity and pride and the 
absolutely ancient value of their own 
heritage from whence they came.” 

Atkinson concluded his talk by an- 
swering questions from the audience. 
An audience member asked Atkinson 
if he envisioned a brighter future for 
California schools. 

“Not much,” Atkinson responded. 
“First of all, I don’t know where the 
money would come from. I think we 
begin by making teaching much more 
desirable and thatthe challenge of teach- 

ing should be in the classroom with a 
lesson plan and not necessarily the 
management and discipline of the class- 
room.” . 

Atkinson praised teachers as “the 
most heroic people in our society.” He 
said teachers are not well-compensated, 
and that he does not see that trend 
changing anytime soon: NS 
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Students first, but which ones? 
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When I became a staff member at ward the SAC? Maybe our president The vote was passedat Wednesday’ s 
the State Hornet, I came into the office » finally gave upon whatmay have been ASIBoardmeeting, butnooneisreally 
and founda button from ASIinmy box a good idea, but became nothing more _ sure of what the vote was supposed to 
that said: “STUDENTS FIRST.” I _ than another failure. mean. It was actually more of a state- 
threw that button inthe trash sometime Another good idea was the Green ment than anything else. What do you like on ois pizza? 
last week. Thunder program that was started at Maybe Werlin called the vote to 
Which students,exactly,aretheones the beginning of the academic year. giveourbarefootPresident-elect Sandra 
being put first? Is it the freshmen? Is it This program worked fantastically for Schlemmer, who apparently hasn’t 
the sophomores? Is it the jun- found the shoes either, some 
10rs? Or maybe the seniors? Or, practice using that gavel she is 
by some far off chance, could it going to be controlling next 
be all of them? year. 
Actually, no. The Extra Instead of practicing with 
The students who are being Mile the gavel, Schlemmer should 
put first are the elected, I’m probably make some attempt 
sorry, the appointed few who by to take down her campaign 
serve on ASI’s Board of Direc- Victor Balta posters like she said she would. 2 | 
tors. But mainly, it is the few But she should probably put 7 ai li 
who have been hanging out on some shoes on if she is plan- SHiroaa face e Preslinuit Nancy Randazzo ¢ Senior Barry Mlaker ¢ Senior 
the third floor of the University ning on walking around on English Liberal Studies Criminal Justice 
Union for the pastcouple years. campus—not all the buildings “T don’t eat pizza—I’m sorry.” “I basically like any kind of “Pineapple and anchovies.” 
The president and a few chosen _ giving studentsfreehotdogsandchips; oncampusareas nicely carpetedas the pizza as long as it doesn’t have 
sidekicks are on a mission to actually unfortunately, it didn’t do much for _ third floor of the Union. mushrooms, olives or 
do something in their cushy offices as increasing attendance at Hornet ath- But back to Mr. Werlin. If he wants anchovies.” 
their time at CSUS comes toaclose. __letic events. to get into the journalism field, heshould 
Perhaps our esteemed president is Group housing was another “earth- _ get incontact with the Communication 
suffering from some type of inferiority _ shattering” idea from our adored presi- Studies department over the summer. 
complex as he reviews records of his dent. It’s just too bad we never heard They’1l be able to point him in the right 
time as “head honcho” over the last anymore about that idea since it’s in- _ directionif he wantsto become anews- 
year. Itmustbe toughtolookatablank troduction: paper critic. 
sheet of paper. Lookitig at this far-from-impressive Finally, an open message to the ASI 
Trying to fill the shoes of Stephen track re¢6rd;ourpresidentbeganthink- _ presidents of the future: When you are in 
Henderson, our former ASI president _ ing senseless thoughts and, with only office, dousalla favor andremember you 
who was mainly reponsible for the twoweeksuntil graduating,hedecided and your friends are not the students who 
passing of the athletics referendum, to dive into the field of journalism— are supposed to come first. 
must have been extremely difficult. telling the Hornethe didnotapprove of (Just for the record, The Extra Mile 
‘ Unfortunately, ourcurrentpresident _ its coverage. has no confidence in ASI.) S pics ri itCtsCiw 
didn’t even find the shoes. Citing a lack of student representa- “The Extra Mile” appears every Raina Williams ¢ Freshman Eric Renner ¢ Senior 
The Student Access Center on the _ tion, J.P. Werlincalledforavoteofno Friday. Write to Victorat:6000J Street, Undeclared | Recreation & Leisure Studies 
first floor of the Library is still nothing confidence in the Hornet. Perhaps he Bldg. T-GG, Sacramento, CA 95819- “Pineapple—that’s it.” “Pandora’s Box with a side of 
but a bunch of rearranged desks. And forgot that there are 75 peopleon the 6102. Or e-mail him at: sidewalk.” 
what happened to the strong push to- Hornet staff, and we are all students.  vbalta@csus.edu 
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witted sportswriter, I don’t think so); 
Angela Cruz, age 9, is going to be a Victor: life to show them this world i 
fiatrician and regularly reads medi- Dear Vic my life to show them this world in 
Extr a M iler’ S ‘cal. journals. Sorry, CSUS, but she’s Ahbh Motherhood: Babies, books which we live.» What an. Opportu=. 


dem responds ... 


two (no lie). Victor is a journalist (half- 


going to UC_Davis. Even Veronica _ 


Reflections of motherhood 


‘and bicycles. It has been everything I 





nity! To helphem.go | places, exp 











Diamond (as in Neil), age 3, is already oe it ee aa 2 a ga in rience one s ae participate 
savi she is an actress, sin er, dancer ots of sleepless mights and later _in special events. They are compas- 
to 4} 26 column ake siEReoani POO EE She knows there were tears over friends or school. _ sionate, responsible, talented people. Lett ers to ie sate 
the complete Phantom of the Opera mn the plus side were piano recitals, They are my friends. They have 
Dear Editor: CD and constantly watches the Claude ©Vening walks and some great vaca- made their mother and father proud Graphics by Paulette Vogler 
After winding down from the Rainsmovie version. Hershortterm goal tions! I have thoroughly enjoyed nur- many times over! ae 
euphoric high of reading the tribute _ is to save enough money to see the play uring two daughters. It has enriched Gayle List Former H Oorne f ae te cae . make e a 
given in The Extra Mile,Ijusthadto _ and to see Neil Diamond in concert. he ee ee e 7. Date 
fies w ee vty. orviet Tre icwtanbentrinaigait §~ WA Other's Day poetry | stafferdefends 2% 2c xo 
ae Lage ee eee aie on or “cia at he a Dear Victor: ° a dani Okay for him to 
ne Be his ine oe ci ae om dui i de eeciiths tren Ienjoyed your article, “Let Me Introduce You toa Friend,” April 26, 1996. Sports section blast a school program, i.e. the State 
their children, not necessarily on about them isthat they talk too much in I, too, feel that I ie Moers Day, best ni ¢ Hornet, but the writers are supposed 
how they turnout. I’mluckyinboth _ class, I can live with that. Nothing infuriates me more than 0 Sugar coat whatever they write. 
having been broughtupwithcertain Yes, the story of my life does begin ignorance. So when I get the chance _ He also questions the intelligence 
values and seeing that so far so and énd with my kids and family, and toinform someone of theirsI seldom °F the editors and refers to them as 
good, my kids haveturnedout great. __ if by throwing in alittle Neil Diamond, hold back. foes 4 cadetee IQ. Such be- 
Along with a strong marriage Seattle Seahawks, Los Angeles Dodg- In Tuesday’s May 7thissue ofthe vior is juvenile. Insulting some- 
(almost 20 years, Thanks, Darling) _ ers,and Subway Sandwiches enhances State Hornet | read a letter to the N€181n no way adult behavior. Mr. 
and a tremendous amount of dedi- _ it, what more can I ask? I also would editor that set me off. Lester have you ever ar Mr. 
| cation, my philosophy in having _ like to add a special thanks to Shiva, In the letter, a Mr. David Lester D'Onofrio or Mr. Wilson? How a 
| raised my kids is to keep some tra- _ Victor’s girlfriend, for telling me I give complains about the Sports section You be the judge of another person’s 





intelligence? 


ditions, modify others, and create _hera good example of what life should of the school paper and other things. 
new ones. Also, dedicating time,an _ be. And, if Ican honestly say that Ican Before I get going too far, I must _ _ AnotherpointI would like tomake 
ear,ashoulder,orwhatevertheneed _countmy gray hairson one hand (when concede that was once amemberof _ 18 the fact that the State Hornet is a 
might be, and toknow who they’re my coloris in its natural state), I guess the Hornet staff and I have inside STUDENT NEWSPAPER. This 
with and what they’re doing with- I have had a'good life. ey "and always on cue; information. (By the way I was fired a eeB Oh Ter eecnck 
out invading on privacy, indepen- I’m enclosing three pennies for the ih ave had, from the Hornet, so if anyone has an _4€SStonals. 1 think often ce 
dence, and decision making; being _ fountain: one for the Seahawks to one ase ye axe to grind against the HornetIdo,.) 10st among the newspaper's critics. 
stern with flexibility, discipline with- day make it to the Super Bowl; one, When Mr. Lestercomplainsabout The writers are going to make mis- 
out abuse and being friends without hoping Victor does go 0 and 3 in his the quality of the sports section he takes. They’re still learning. That’s 
losing respect. endorsements, and the last to keep the has becomenothingmorethanahuge the whole point of it. If you are a 
But, the most important factoris Green Thunder rolling. hypocrite. In his letter he states that Chemistry major and your experi- 
to encourage and support whatever. Si incerely, the Hornet reports on the “Downside  ™ment fails, no one writes letters bash- 
their goals are. All three of my kids Vietor’s Mom Our love for you is sities die: all of us, sisters and brother. Slide” of the sports programs at 198 you. ios 
have known and are actively pursu- Angie’s Mommia CSUS. He then suggests that we re- As far as his point about the lack 
ing their goal in life since the age of Manuela (Nellie) and G.Y. Gallegos place the editors with someone with 
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12:01 Alarm 
It's huskin' bee time, 


Maw aint a-gonna 
take kindly t bein 


pestered oe 







Maw? It's either Lem 


or Mel, we done lost 
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\ {tell whos which... 
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JLord, boys! Ya aint never 


had but one eye an half 


sense ‘tween ya! I'm 


tired of elucidatin' yer 


ontological enigma! 


By Peter Warwick-Bond 
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WORD PROCESSING 





PROFESSIONAL THESES 
WORD PROCESSING 
8 years academic experience, APA 
Specialist. Laser print. Prompt 
turnaround FAX service available. 
Call Edith 731-8981 


MIKE’S WORD PROCESSING 
Resumes, reports, term papers, 
spreadsheets. Phone: 421-7095 
Message: 421-4424 

FREE pick-up and delivery 
24 hour FAX 


Professional Word Processing 
Specializing intheses, projects, term 
papers, etc. From written copy or 
disk. Laser printing. Call (916) 685- 


3948. Fax (916) 685-1048. 


Computers And You 
(916) 682-907 
Papers from $1.75/page. Resume 
packages from $20. Transcription, 
data entry and computer support 
services available. Rush jobs a spe- 
Clality. 

Tracy’s Express Typing ' 
CSUS Grad. Experienced in all for- 
mats. $2.50 per page, includes 
spell/grammar checking and laser 
printing. Rush service no problem. 
Felxible hours. Near Bradshaw & 
50. 

362-5335 phone/fax 


ALWAYS WRITE 
TRANSCRIPTION 
2020 29th St., Suite 205 
Sacramento, CA 95816 
Professional typing at reasonable 
rates ($2.25 to $3.50/pg.) Term 
papers, thesis, medical and legal, 
Statistical. All work guaranteed. 
PROFESSIONAL RESUMES!] 
7 WALK-IN WELCOME 
731-TYPE (731-8973) 


Perfect Papers: Word processing, 
editing; all disciplines - Chicago, 
MLA, APA styles - papers, theses, 
dissertations. Pick-up and delivery. 
Kathy (916) 344-9564 


SERVICES 





ROSS LAWN CARE 
Weekly/Monthly maintenance. 
Reliable, quality work - low rates. 
Licensed. Call for FREE estimate - 

427-0410 or 360-9509 (pager) 


BellTech Personal 
Computer Services 
Having PC problems? Need help 
with Hardware, DOS/Windows, 
Games or Software? Want to setup 
your PC for E-Mail & the Internet? | 
can help! 
Call 923-1055 


Associated Students, Inc. 
STUDENT ACCESS CENTER 
Located on the first floor of the 

library or call 278-4689. 


TUTORING 





MATH MADE EASY! By an experi- 
enced, reliable tutor who knows how 
to cut the mumbojumbo and give it 
to you straight. Fundamentals, sta- 
tistics, algebra, trig, calculus, differ- 
ential equations, and more — | can 
help. Convenient location, flexible 
hours, reasonable rates. Why fall 
behind? Call Dave Urman at 731- 
5825. References available. 


FOR SALE 





MOVING SALE! Computer Desk - 
NEW-$75. Full Bed & Frame, 5 year 
warranty, 9 mos. old $150. Call 
Regina 383-8102. 





“17th Century VIOLIN. Appraised, 
playable and needs cosmetic work. 
(916) 457-1886.” 
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AUTOMOTIVE 


1986 NISSAN SENTRA 4 door, new 
carbuerator, re-built engine. Good 
condition. $2,200. Call 642-1926. 


’81 Dodge Colt, two door, red $500. 
MUST SELL! Regina 383-8102 


1987 PORSCHE 9245S 86,000 
miles, excellent condition. $5,200 
Call 362-8009. 


"85 BMW 325 Excellent condition, 
extra clean, loaded. 394-1986 - 
MUST SELL $5750 or Best offer. 





Sa ares 


Wanted: Non-smoking person to 
share house in Elk Grove. Must like 
animals. $325 plus 1/2 utilities. 
Call Windigo 685-7818. 


Female roommate wanted to share 
4 bedroom, 21/2 bath home 5 min. 
from CSUS. $275 rent + $300 de- 
posit. Available June 8th. 387-6965 


One bedroom in 3 bedroom, fully 
furnished house. Room has full size 
bed, TV, VCR, Radio and desk. Con- 
tact Monica (916) 364-5551 (415) 
560-3025 


For additional listings see the Asso- 
ciated Students, Inc. Student Ac- 
cess Center located on the first 
floor of the library or call 278-4689. 


Insearch of an older female to share 
a quiet two bedroom apartment. itis 
$175 amonth plus 1/2 utilities and 
$100 deposit. Approximately 3 miles 
from CSUS campus. No drugs _ or 
smoking. Available June 1st. Please 
call 922-5567. 


Roommated wanted to share spa- — 
~ to: 1702-H'Meridian Avenue #171, 


cious house, with large yard in nice 
neighborhood. We are in our late 
20’s and are mellow, mature, and 
responsible. We would prefer you to 
be the same. $250 per month plus 
utilities. Male preferred. Please call 
331-4840. 


Female roommate wanted. Share 3 
bedroom house and 1/3 utilities. 
Non-smoker. Beginning July or Au- 
gust 1st. Contact Nicole at 369- 
0759. 


FEMALE TO SHARE 2 BEDROOM, 
2 BATH APARTMENT IN GREAT 
LOCATION. GATED, WASHER/ 
DRYER, POOL, ETC. $320/MO. + 
$175 DEPOSIT AND 1/2 UTILI- 
TIES. CONTACT KIM @ 482-4133. 


2 ROOMMATES NEEDED! 

to share 4 bedroom, 2 1/2 bath, 2 
story condo with washer/dryer. Just 
5 min. from CSUS off La Riviera 
Drive. Male/Female, non-smoker. 
Rent is $230/$215 + deposit and 
1/3 utilities. Available July. Call 
Amber at 364-1469. 


at dB 





_- MOVING? 
See our ad - back page of this 
issue! 


HEALTH & FITNESS 





MASTERS SWIMMING 
Swim Sacramento Masters at 
Rancho Arroyo provides professional 
swimming instruction and organized 
workouts-for swimmers of all ability 
levels. Indoor 50 meter pool located 
10 minutes from Sac State. Call 
Coach Kirk Johansen @ 972-0476 
for details. 





ALIVE, ALERT, 

AWAKE, ENTHUSIASTIC!! 
That’s what you'll be when you use 
this ALL NATURAL, herbal booster. 

916 489-7414 
http://members.aol.com/ 
call227219 
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SPRINT SPEED 
and like to tackle, too? Join Hornet 
Rugby Club for 96/97 season. Call 
Dan 487-8505, or Ray 972-8977. 


Sacramento Water Polo Club - nov- 
ice or experienced players needed 
(M/F) 487-6157. 





HELP WANTED 


DANCERS - TOPLESS 
Call 9 a.m. - 7 p.m. © 631-1780 


* DANCERS * 
BEVERAGE SERVERS Now inter- 
viewing for several of Sacramento’s 
finest Totally Nude Night Clubs. No 
exp. nec. We train. Earn top $$$ 
daily 18 & older (per legal req.) Call 
Gold River Talent between 9 a.m. - 7 
p.m. * 631-1780 


$$$$$ Opportunity to build a health 
oriented business at home. 1-800- 
927-2527 EXT. 6360 C.T. Approval 
#96412 ‘ 


ALASKA SUMMER EMPLOYMENT 
-Fishing Industry. Earn up to $3,000- 
$6,000+ per month. Room & Board! 
Transportation! Male/Female. No 
experience necessary! (206) 971- 
3510 ext. A60495 


$1750 weekly possible mailing our 
circulars. For info call 301-306-1207. 


Marketing /Telecommunications 
Looking for the opportunity to be 
your own boss and own your busi- 
ness, you've hit the “JACKPOT”!!! 
We require: NO capital investment, 
NO inventory, NO quotas, NO em- 
ployees, and absolutely NO EXPE- 
RIENCE!!! For more information and 
FREE!!! Calling Cards - Send SASE 


San Jose, CA 95125 


Intemational Travel Company needs 
help. Work at home, make your own 
schedule, average weekly commis- 
sion $500-$1000. Free training. 
800-731-0919 


We are looking for you — if you are 
interested in Health Education In- 
ternships. Gain experience in peer 
counseling in areas of Drug Preven- 
tion, Rape Prevention, Sexual Health 
or Wellness. Earn academic 1-3 
academic, units - Fall 96 through 
Spring 97. Applications available at 
the Health Ed. reception area (2nd 
floor), Health Center or call 278- 
5422 for more information. 


SUMMER JOBS! 
HIRING NOW! 
6-8 P/T jobs earning $150 up to 
$450/week. Jobsfilledonfirstcome, 
first served basis. Call 916-488- 
8108 between 3 pm- 5 pm. 


CRUISE SHIPS NOW HIRING - Earn 
up to $2,000+/month working on 
Cruise Ships or Land-Tour compa- 
nies. World travel. Seasonal & full- 
time employment available. No ex- 
perience necessary. For more infor- 
mation call 1-206-971-3550 ext. 
C60494. 





Market Research Telemarketing. 
Eves/Weekends. $6 per hour. 443- 
4722 


Fun Outdoor Work! Mather Golf 
Course is now hiring part and full 
time beverage cart attendant for 
spring/summer. Good tips and tan, 
knowledge of golf helpful. Call Asa 
at 364-4353, or come to Mather 
G.C. on Mather A.F.B., Sacramento. 


Looking for summer help? State 
Hornet classifieds - $1 for each ten 
words or less - ONLY 2 issues left! 


$ Cruise Ships Hiring! Students 
needed! $$$+Free Travel (Carib- 
bean, Europe, Hawaii!) Seasonal/ 
Permanent, no experience neces- 
sary. Gde. 919-292-4398 ext. 
C119. 





COMPUTER STORE 
SALES ASSISTANT 
FALL 1996 

The Computer Store is accepting 
applications for part-time, non-ben- 
efited student positions for the Fall 
'96 semester. All shifts available. 
Computer Store hours are: Mon- 
Thurs, 7:45 a.m. to 6:30 p.m.; Fri, 
7:45 a.m. to 4 p.m.; and Sat, 11 
a.m. to 3 p.m. Pay: $5/hour. Re- 
quires excellent knowledge of Macin- 
tosh and/or DOS systems and soft- 
ware. Must have excellent oral and 
written communication skills. Retail 
sales experience helpful. Apply to 
CSUS Foundation Human Re- 
sources, 3rd floor, Bookstore Bldg. 
Room #300. Open Mon-Fri, 8 a.m. 
to 5 p.m. AAEOE 


CHILD CARE 
SUMMER POSITION 
2 kids, 9 and 7 years need respon- 
sible, caring individual with car. P/T 


20-30 hours, Mon-Fri. Nice family, . 


good pay: Judi @ 974-7838 


SUMMER EMPLOYMENT 
We are an Advertising/Marketing 
publication for students and will be 
setting up an office in Sacramento. 
We are looking for students wishing 
to gain valuable sales experience, 
work hard, and earn a good summer 
Salary. We offer competitive com- 
missions and bonuses. Addition- 
ally, this job can be offered as an 
internship position. We will be in 
Sacramento May 20th to interview 
for a June 5th starting date. Inter- 
ested parties should call Steven at 
702-322-4022 for an appointment. 


APPOINTMENT SETTERS 


We need you to book reservations 


for our Lake Berryessa Resort in 
Sacramento Office. We offer a guar- 
anteed wage of $6 per hour with the 
potential to earn $8 to $10 per hour 
in our bonus program. We have paid 


training and weekly pay. Full time or . 


part. time “hours. available *-\ your 
choice. Call’978:0125 for immedi- 
ate interview. 


INSURANCE SALES 
Top sales people make $2,500 to 
100,000/ year. Leads, benefits, 


trips, we train new agent $ help. 


(916) 332-1993 


Position: Telemarketing Represen- 
tative. Working average 20 hours 
per week for a temporary/temp to 
hire employment staffing service 
getting appointments and gathering 
information generated from cold calls 
by the sales staff. Excellent commu- 


nication skills and professional . 


phone etiquette a must! Sales or 
marketing focus a plus. $7 an hour 
plus bonus. Phone Dave @ 648- 
3611. 


SUMMER OPPORTUNITIES!! 
Need to make money for fall tuition? 
Our International Marketing Com- 
pany is growing out of control and we 
are looking for motivated individuals 
with a gret attitude to help us. Call 
564-4401. 


Need camp director, activities direc- 
tor, and counselors for summer 
camp located -in Sequoia Nat’! For- 
est. Mature student able to work 
with kids 9-12. Education or recre- 
ation background a plus. Salary var- 
les with experience. Room and board 
included. Stan (916) 391-9723 or 
424-9110. 


River Oak Center for children is hir- 


ing counselors. We are a psychiatric 
level, residential treatment center, 
and Special Education School for 
emotionally disturbed children 5 
through 12. Good opportunity to 
gain experience working with chil 
dren in the mental health field. Ex- 
cellent training. Must be 21 and 
have a good driving record. Full/Part 
time, weekdays, weekends, night 
shifts available. B.A. preferred. Sal- 
ary $7.20 hr. Call jobline for more 
information 331-9714. 


DOES YOUR SUMMER JOB SUCK? 
If so, call me at 325-5986 (24 hr.) 
Make $6,000+ for the summer and 
gain excellent resume experience. 
Out of Sac area; 3.0+ GPA pref. 
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DON’T WASTE THIS SUMMER! 
You don't have to bag groceries or 
park cars this summer. You can 
have a real job with real responsibil- 
ity. You can earn a good salary plus 
commissions. Butmostimportantly, 
you'll be getting aleg upon your post 
graduate career. The Arrowhead 
Group, one of the nations largest 
general insurance agencies has 
three outside marketing positions 
available in Northern California. Upon 
graduation, these jobs could lead to 
solid career opportunities with the 
Group. You must be willing to travel 
with your Own car and insurance. 
Expenses will be company paid. 
Send your resume to Arrowhead 
Group, Req #154, 6405 Mira Mesa 
Bivd., #201, San Diego, CA 92121. 


“COLLEGE GRADUATES” 
Tired, frustrated need a. change? 
Now that your finished - What's 
next? Company Upsizing. Schedule 
appointments now! 3444838 (9 
am - 7 pm, M-F) 


FULL TIME SUMMER WORK 
Why go to summer school when you 
can earn 36 units credit and make 
$6,226 working for the Southwest- 
ern Co. Besides, where does sum- 
mer school go on your resume? Get 
the experience you need to get a 
great job when you graduate. Call 
325-5986 or 482-1741 evenings. 


Jumpin’ Jack’s Javahouse espresso 
makers needed, no experience nec- 
essary, will train. Call for an immedi- 
ate interview. Just 7 minutes drive 
from Sac State. 457-1500 


CRAZY 
Have fun, make money. 3rd fastest 
growing company in the nation. 
Enviro./Health & Nutrition. PT/FT 
757-1734 


Apartment Rental Consultant 
Must be enthusiastic, willing to work 


weekends. Full time in summer. :™ 


Possible. part-time during school 
year. Compensation includes apart- 
ment plus salary. Apply in person. 
Lincoln Place, 817 Fulton Avenue. 
See Teresa. 


Spring/Summer Work 
Environmental/Nutrition Company 
needs motivated, energetic people. 
PT/FT. Call Linda 756-7423 


Looking for summer help? Advertise 
in the State Hornet classifieds. Still 
only $1 for each ten words or less. 
Two issues left-May 14 & 17 - Hurry 
place your ad today! 


Senior and Graduate level students 
in Human Services; paid counseling 
intern position, with licensing super- 
vision, grades K-5 14 hrs. per week; 
grades 6-8, 20hrs. per week for 96/ 
97 school year. Contact Placer Hills 
Union Schoo! District, (916) 878- 
2606. Deadlineto apply is June 15, 
or until filled. 


Teacher’s Aide 
Teacher's Aide positions available. 
Experience with elementary school 
children ages 5-10 preferred. 
Bachelor's Degree and/or college 
credits in education preferred but: 
not required. M-F - 2 positions for 
grade K, 1 position for grade 2, 
$5.50/hour. Please submit a com- 
pleted application along with a per- 
sonal resume to St. Lawrence 
School, attention: Jim Gabrielli, no 
later than May 24, 1996. Personal 
interviews willbe scheduled for quali- 
fied applicants after the closing date 
for applications. 





FAST FUND-RAISER - RAISE $500 IN 
5S DAYS-GREEKS, GROUPS, CLUBS, 
MOTIVATED INDIVIDUALS.. FAST, 
EASY - NO FINANCIAL OBLIGATION. 
(800) 862-1982 EXT. 33 


ANNOUNCEMENTS 





REAL FEMINISTS ARE RIGHT! Join 
the cultural affairs committee to get 
conservative speakers on campus 
this fall. Protestant, Catholics and 
Jews encouraged to apply. Contact 
Michelle at sac 24531 @ 
sacink.csus.edu. 


PERSONALS 





State Homet Personals - Only $1 for 
20 each words or less - Send a 
special message to a graduating 
friend before the last issue 5/17! 





‘FREE Ride to Atlanta, Georgia. | 


need two drivers to drive my vehicle 
to and from Atlanta, Georgia this 
summer. All expenses will be paid 
by me. Cal Hasan 424-5998. 


Plan your Summer travel adventure 
now! Russian language program, 
Saint Petersburg, $990 four weeks 
- live with Russian families, cultural 
excursions, parties! Bed & Break- 
fast $20, Moscow. Kayaking expe- 
ditions $40/day. Trans-Siberian rail: 
Moscow-Beijing from $262. http:// 
www.concourse.net/bus/ 
wnightswnights@russia.spb.su 
Call Eugene at (314) 991-5512: 
8323 Delmar Blvd. 2E, St. Louis, 
MO 63124 


For ride share information contact 
the Associated Students, Inc. 

Student Access Center 
located onthe first floor of the library 
or call 278-4689. 


It doesn't take a 


rocket scientist to 





put a newspaper 


together... 


but it wouldn’t hurt. 


The State Homet is accepting applications from all majors. 


Well, don't just sit there! 
Apply. 
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Letters... 


Continued from p. 7 


of women’s sports coverage, he 
sounds more like a guy trying to get 
adate more than anything else. If you 
ever read the paper you’d notice the 
same three names week after week. 
That means that three people are re- 


sponsible to cover everything. That’s 
nearly impossible. Besides the fact 
that they’re full-time students and 
have other jobs to make a living. So 
Kevin, Hank and Jason, ignore this 
dork who doesn’t have a clue what 
journalism is all about and keep do- 
ing what you’re doing. 


Randy Scoggins 
Journalism 


: Happy Mother's Day’ 


10% op riuites & f 5 


CERUTTI 
HAIR DESIGN 


A Full Service Salon -: 


1667 Alhambra Blvd. : 


Gift Certificates 


Perfect Gift Idea for Mom 


736-2727 


ne and the next one is on us! 
lients only. Expires 4/30/96. 


endsetters m 
Hair design ‘>’ 


Tanning Special? 
Six Sessions for $25.00 


<> 
23th & N St. 


A oo ene - 455- 0514! 


, ‘ =s ee - ; 
‘. See ag ee Sede - 
. + he. 


Tans-on-Us 


1st Tan Free (one time only) | 


567-1609 


Opinion 


Student feels 


CSUS degree 
is worthless 


I have also something to: say per- 
taining to Jeremy Wilbure’s article 
about admission at UC Berkely. I have 
also confered with both Nick Advis 
and Mr. Wilbure, and have my own 
personal experience that point to the 
conclusion that sac state is a lame 
school. Well most of us know that, 
professors know that, but why try and 
hide it amidst false pretenses. 

Unfortunately with some rare ex- 


ceptions a student graduating from sac 


state with even the utmost scholastic 
record has meager chances of getting 
into the top twotiers of graduate schools. 
This prospect disturbed me a few years 
ago, and I sought out transferring to UC 
berkley. When I conferred with the 
Haas School of business and the psy- 
chology departmentat UC berkely they 


1 basically blew me off and said that I 


had no chance whatsoever conceming 
my transfer application. I can also 
attest to Nick Advis’s remarks con- 
cerning englishclasses because Berkely 
told me the same thing in that I would 


~ need to go to city college to obtain the 


appropriate english background re- 
quired for transfer. 

This whole situation is mitigated by 
the fact that concerning transfering, 


- four year instituations look at other 4- 


| Howe ‘bout Arden Center, 
2100 Arden Way 


74 Mon-Fri 8 a.m. -9 p.m.- Sat-Sun 10 a.m. - 6 pal 


year transferring student applications 
last. The fact being that they figure we 
should stay at our school we already 
obtained entrance to. Even with these 
mitigating circumstances it is rather 
appaling to be graduating from a uni- 
versity where my degree means 
absolutly nothing in the academic 
world. 

I figure a degree from sac state only 
ranks above schools like golden gate, 
or national university; weare the low of 
the low. As a graduating senior I 
witnessed first hand what a sac state 
degree means when I entered the on 
campus recruiting at the career center. 


eA. = 


We have companies there like enter- 
prise rent-a-car, or rent-a-center re- 
cruiting us lowly sac state graduates. I 
can only think that If I went to a half- 
way decent school what would job 
prospects be like. For instance I was 
told during a rent-a-center interview 
that they wanted me to do collections 
along with my management position; 
is this really what my degree in psy- 
chology gets me? This is a complete 
joke, I am soory that I didn’t go to city 
college first and transfer out to a real 
school later. 

When I was 18 I had a choice be- 
tween UC Davis and CSUS. Now I 
regret that foolhardy decision. I am a 
graduating senior applying for PhD 
program in physiological psychology, 
and am hindered by my sac state de- 
gree. Even with a 3.61 in psychology, 
good GRE scores, and strong recom- 
mendations I am forced to go to yet 
another school with little respect. I 
give a warning to those who pursue 
“real life”, g0 somewhere else for your 
undergraduate education and not sac 
state! 

I hope this letter will be published 
but has not been edited, if this is a 
candidate for submission please write 
me back thank you. 

From one angry, pissed off, gradu- 
ating senior with a joke of a degree! 


Jeffrey Sherwood 

Editor's note: The State Hornet, 
upon the request of the author of this 
letter, did not edit or alter this letter in 
any way. 


Hornet needs 
drastic change 


Is it me, or has the paper fallen on 
hard times lately?? The News and 
Review detailed a bit of inner gripping 
between the students and faculty re- 
garding the grading procedures, etc. 
As I see it, the news staff should be 
thankful that grades weren’tbeing given 
out. Never before have I seen a news- 
paper with so many typos!! You do 
have EDITORS don’t you? I mean, 
isn’t it the editor’s job to at least glance 
at the paper to check for spelling and 
grammar errors?? Or haven’t you at 
least heard of spell-checking?? The 
last time I checked, the Hornet was 
supposed to bea college-level newspa- 


Now goes through the garbage of po- 
litical rivals. Those of you in the 10th 
AD, may I suggest Matt Moretti is a 
better choice? 

9. Congressman Bob Doman. Led 
—and continues to lead —a Presiden- 
tial campaign he admitted he couldn’t 


win at the outset. Continues running so- 


he can talk loudly, but nobody listens. 
Got 512 votes in the New Hampshire 
primary, even fewer than Morry Tay- 
lor. 

8. Orange County. Stomping 
grounds of No. 9. Went bankrupt last 
year. Anexampleofconservative bank- 
ing at its finest. With financial pru- 
dence like that, who needs the deficit? 

7. Al Davis. Moved a football team 
toLos Angeles formoney, then brought 
it back to Oakland also for money. 
Responsible for the new home of the 
A’s in Nevada. Welcome home,.Al. 

6. Arianna Huffington. Hillary 


Clinton basher and millionairess. First 


time New Age philosophies have been 
employed for Stone Age thinking. 
Special award to Arianna for Biggest 
Loser Husband. 

5. Proposition 187. Yeah, I know it 
was enjoined, but itcould have wrecked 
the state public schools and crippled 
the state economy even further. The 
fact that the voters approved it merits 
its inclusion here. 

4. Curt Pringle. If you like Newt, 
you ’lllove Curt. A CaliforniaGingrich 
with a little more sanctimony and a 
little less talent. This guy ain’t gonna 
last long. 

3. CCRI. Would be the death knell 
of a diverse work force and the end of 
a playing field that was starting to be 
level. Would replace affirmative ac- 


2. Proposition 13. Anyone who 
went to a public high school in Califor- 
nia during the 1980s knows the ripoff 
this was. Speaking of ripoffs, anyone 
checked their property taxes lately? 
Try buying a home and see what 
Howard Jarvis and Paul Gann did for 
youin 1978. 

1. Bob Dole. Aging senator who’d 
like to be President, and king of 
misperception. Told the press after a 
primary loss that he didn’t realize jobs 
and wages would matter so much to 
voters. This comes after how many years 
in government? Go back to sleep, Bob. 


Sincerely, 
Mike Messner 


but if our president-elect says she is 
going to do something, she should fol- 
low up on it. 


Ryan Senior 
Economics 


CSUS wins 
IEEE contest 


I am very glad to share the follow- 
ing information with you about our 
successes at the recent IEEE Central 
Area Region 6 Contest. IEEE is the 
largest professional technical society 
in the world with over 300,000 mem- 
bers. Region 6 includes most of the 
Western US and Hawaii, with about 
56,000 members including 4000 stu- 

dents. The student members partici- 
pate in chapter activities through their 
campus chapter and frequently hold 
joint meetings with the professional 
chapters within their Section. 

Schools in the central area include 
Stanford, Berkeley, UC Davis, UC 
SantaCruz, SJSU,SFSU,CSU Fresno, 
UOP, CSU Chico, and CSUS. 

Iam very pleased to inform you that 
CSUS regained the trophy for the 
Micromouse Competition by winning 
the IEEE Central Area Contest at San 
Francisco State University yesterday. 


The winning team received acheck for | 


$300. 
Another team from CSUS finished 
second and received a check for $240. 
CSUS had held the trophy for4 years in 
a row from 1989-1992. This year’s 
winning team had invested over 1800 
hours working on their project under 
the supervision of Prof. Suresh Vadhva. 
In the student design project con- 
test, a five-member CSUS team won 
the second place for their project en- 
titled “Parallel & Serial Multitasking 
SCSI-2 MUX” and received a check 
for $120. First place wentto CSU Chico 
and third place to UOP. The winning 
teams deserve our heartiest congratu- 
lations for their hard work, persever- 
ance and outstanding DTS 
S.K. Ramesh 
Dept. of Electrical Engineering 


Nine engineering 
students awarded 
$500 scholarships 


On Friday May 3, the Electric Power 
Education Institute (EPEI) awarded 
nine scholarships worth $500 each to 
Students specializing in power engi- 
neering. The EPEI is an advisory board 
made up of representatives from indus- 
try and CSUS. The board meets semi- 
annually in May and November each 
year to discuss issues of relevance to 
the power engineering curriculum, 
share information with CSUS faculty 


OVING? 


Student Summer Rental Plan 
Any 1 or 2 Bedroom Apt. $299 - $399* 


CSUS Young Democrats 


Schlemmer, 
take your 
posters down 


If her first campaign promise is any 


per. So how about making it look like 
one! 

Sorry for the harsh critique, but it’s 
about time we saw more improvement 
in the paper than just colored photos. 


Jennifer Harwood 


CSUS Young 


June 1 through August 31, 1996 


2257 Hurley Way 


SAC CA 95825 


916 © 927 © 7767 Ge 
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Hornet Express Bus Stop 


Democrat’s 
Top 10 list 


Dear Editor: 


Here is a list of THE TOP TEN 
THINGS CALIFORNIA COULD DO 
WITHOUT. 

10. Assemblyman Larry Bowler. 
The man regularly carries a gun onto 
the Assembly floor, and cuts telephone 
wires in opponents’ conference rooms. 


indication, the reign of Sandra 
Shlemmer as ASI President is going to 
be very unproductive. In a Hornet ar- 
ticle, Shlemmer said that the first thing 
she was going to do as president was to 
take down all of her campaign posters. 
Well, itis two weeks later and I still see 
her posters hanging around campus. 

Either Shlemmer has forgotten 
where she put them or just decided not 
to take them down. She can start by 
looking in the classrooms in the Psy- 
chology Building. 

This whole issue may seem petty, 


and students, and support them in pro- 
fessional activities. 

Mr. Mike Neils, a consulting engi- 
neer who is presently serving as the 
Chair of the EPEI, awarded the schol- 
arships to the students during a brief 
luncheon ceremony on May 3. Three 
of the nine scholarships this year were 
supported by Bechtel Corporation. Prof. 
Turan Gonen, Director EPEI, thanked 
the board for its support and introduced 
the students receiving scholarships. 

S. K. Ramesh 

Dept. of Electrical Engineering 


Sterling 
Point 


Hurle 


Northrop Ave. 


an INN 
Other Summer & 
Student Specials 
Available! 


817 Fulton 
SCA CA 95825 
916 ¢ 482 ¢ 8780 


ul LL). 
In the College Town Plaza 


€830 La Riviera Drive 
Sacramento, CA 95826 


(916) 386-1800 


e Tanning Bed features: 

30 lamps - staggered 

CD players with surround sound 
e Air conditioning in beds fully adjustable 
e Full line of lotions & accessories 


8719 Woodman Way 
SAC CA 95826 
* Valid Only 916 * 363 * 0534 
With CSUS 
Student ID 
Offer Expires 
Friday, May 31, 


1996 Biking Trails 





